Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Message Text 



CONFIDENTIAL 

PAGE 01 OECD P 30128 191238Z 
47 
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INFO OCT-01 CIAE-00 COME-OO DODE-OO NRC-05 NSAE-00 TRSE-00 

EUR- 12 ERDA-05 ISO-OO ( ISO ) W 

— - 080951 

R 191224Z NOV 75 
FM USMISSION OECD PARIS 
TO SECSTATE WASH DC 9284 

CONFIDENTIAL OECD PARIS 30128 

EXCON 

E.O. 11652 XGDS1 

TAGS: ESTC, COCOM, FR, PL, US 

SUBJECT: PYROELECTRIC ENERGY METERS AND PHOTODETECTORS 
TO POLAND- IL 1502 AND 1548 

REF: COCOM DOC (75) 2218 

IN APPROVING REFCASE FRENCH DEL REQUESTED US INDICATE 
WHICH PIECE OF EQUIPMENT LISTED IN BROCHURES WILL INSURE 
THE OPTO ELECTRONIC CONTROL OF SUP-ASSEMBLIES AS INDI- 
CATED PARAGRAPH 2 REFDOC. 
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